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MURRAY’S IMPROVED PATENT CHAIN PUMP. 

MANUFACTURED ONLY BY 

THOMAS MIDDLETON AND CO., LOMAN STREET, SOUTHWARK, 

LONDON. 


These Pumps are an improvement upon the well-known Murray’s Patent Chain Pump, which has 
met with marked approval from Contractors, Engineers, &c. 

The improvement consists in combining with a Cast-Iron Working Barrel a Wrought-Iron Casing 
for the descending chain. Thus constructed, the Pump has all the advantages of the old Wrought- 
Iron Pump at less cost, while the Barrel can never leak, as there are no Rivets in it. It is therefore 
well adapted for Sinking purposes. 


LIST OF PRICES.* 
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* The Pumps are measured from the ground to the bottom of the Delivery Trough ; the height of the Lift of water required should be 
mentioned in giving an order. It is advised that a feet be allowed in Nos. x to 5, and 3 feet in Nos. 6 to xo beyond the height of the Lift. 


THOMAS MIDDLETON AND CO., 

LOMAN STREET, SOUTHWARK, LONDON 


r»; 


,: tized by 


Google 











